AMENDMENT NO. 1 SEPTEMBER 2018 
TO 
IS 10322 (PART 1) : 2014 LUMINAIRES 


PART 1 GENERAL REQUIREMENTS AND TESTS 
(First Revision) 
(Page 34, clause 9.2.1, line 8) — Substitute ‘50 um’ for ‘50 mm”. 


(Page 34, clause 9.2.1, line 9) — Substitute ‘75 um’ for ‘75 mm’. 


(ETD 49) 
Publication Unit, BIS, New Delhi, India 


